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USSR (Moscow Oblast) DATE DISTR. 10 O:t. 1950 


' Aircraft Engine Plant No. 500 in NO. OF PAGES 4 
Moscow-Tushine 


NO. OF ENCLS. 1 


(LISTED BELOW) 


IRN TO CIA LIBRARRPPPLEMENT To 


THIS IS UNEVALUATED INFORMATION 


1. Location; see reference reports. (5) 
2. Layouts Sce imnex, sketch 1 (1). 
4.0 Machinory: 


fhe plant was almost complctely equipped with ma- 
ohinery dismantled at the Dessau Junkers jircraft 
noine Plant . 


4, “anagements 


govict encineers and \ir vorce officers. \ commission 
appeared in lnte 1947. « short time before about 100 
waste engines were sunk in the pond uecr the plant. 


5, ‘“Jork vorces; 


Three shifts, each with about &,c00 joviets, and about 
200 Junkers engincers who worked in vepartment 1. 


6. production: 


ae Until vtarch 1946 a six-cylinder Dicsel engine| _§_ 
[_]eould not explain why he called the engine a Diese 
encine)$ length, about 1.2 meters; height, about 75 om; 
cylinder diameter, about 16 cn. 


This document ts hereby regraded to 
CONFIDENTIAL In accordance with the 
latter of 16 October 1978 from the 
Director of Central Intelligence to the 
Archivist of the United States. 
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About ines j h shift, A 
ratio was reduced from 80 to 40 percent, 


a 20—cylinder radial Diesel (7) 


the engine, which did 12,000 
utions pér minute, had come from Dessau. 


eard only a high-pitched singing 
one Irom the test stands, contrary to the observations made 
before (2) -(4). 
7, Layout: See Annex, sketch 2, 
8, Production: 


[ eatin tor jet tightens, (2). 


9, German engineers were employed at the plant. 


(1) Comment: : The attached layout sketch is in general 
agreement with previous reports. 


(2) [Comment : The data on the production show grave errors 
in observation. According to previous information, a twelve~ 


cylinder in-line engine and not a six-cylinder Diesel engine 
was produced in Mcscow~Pushino, 


(3) Comment: As to the 20—cylinder radial Diesel engine, 
an experimental model of the 
-cylinder 22h engine which had four rows of six 


engines each and which had probably come from Dessau. 


(4) [Sorment : The correctness of the statement that jet 
engines were being tested at the test stands (para 6c) as 
early as the Summer of 1948 is doubted, 


Annex: Aircraft Engine Plant No 500 in Moscow-Tushino 
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CONE iw? r : 25x1 
<nnex 
CENTRAL INTELLIGENCE AGENCY | 25X1 
Legend to ,nnex 
Layout sketches of jircraft .ngine Plant No 500 
gketoh 1 
1 Gld foundry equipped vitu ten furnaces 
{eray castings) 
e New foundry equipped with five rurnaces 
(licht metal) and three eloctric Furnaces 
(steol), four smell oil- burning furnaces 
snd four pattern kilns. The workshop was 
eallcd Zavod So 
3 itagaz ine 
4 ‘Pood magazine 
5 iio details available 
) zavod 56. Machining of engine blocks and 
pistons. «vifty machire tools were scen in 
one of the two sections of the zavod. 
u iio details availaple 
8 gavod & iachining of ongine parts 
9 rive test stands 
io.)0©60 Zavod 5. Preduction of accessories and 
smoll parts 
11 anvod 1. Assembiy depactnent. rive conveyor 
. belts 
Le Newly constructed ennex to workshop 11. Annealing 
snd herdening furneces were bein; set up. 
18 Boller house 
14 Newly constructed oulidi ngs 
25X1 
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15 Tool makers’ shop 

16 Toading ramp 

sketch 2 

1 ‘forkshop 1coxS0 meters 
a Jluminum plant 
b Manufacture of packing boxes 
ec PY Quarters 
ad ‘Tractor renair shop 
e ctonufacture of packing boxes 

2 Canal with a sluice regulating the water 
level; guarded Ly a neval sentry. 

3 Underground fuel dump, 50x70 meters, 
surrounded by a barbed<wire fence and 
guarded by the factory police 

4 Boiler house, 30x50 meters with an about 
40emeter smoke stack 4 

3 “torkshop, 4COx1S50 meters. 

6 01d tast stand, 50x30 neters 

7 storage sheds 

8 @ramework of a new tes’ shand, 60x30 meters 

8a framework of a new wori:shop 

9 -Boiler house 

10 Coal dump 

12 
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